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Message Text 


UNCLASSIFIED 

PAGE 01 STATE 140357 

15 

ORIGIN ERDA-07 

INFO OCT-OI OES-05 10-10 ISO-00 /023 R 

66616 

DRAFTED BY USERDA/IP:IAEA:JWCLIFEORD 
APPROVED BY OES/SCI/AE:DBHOYLE 
USERDA:IP:IAEA:JEAMMONS 
IO/SCT:FLANCETTI 

063712 

R 161921Z JUN 75 
FM SECSTATE WASHDC 
TO USMISSION IAEA VIENNA 

UNCLAS STATE 140357 

E.O. 1 1652; N/A 

TAGS: AORG, OCON, IAEA, TECH 

SUBJECT: IAEA CONSULTANTS MEETING ON CATALOGING OF SMALL AND 
MEDIUM POWER REACTOR DESIGN CHARACTERISTICS, VIENNA, JUNE 30 - 
JULY 4, 1975 

REE: STATE 088464 

1 . MISSION MAY NOMINATE ANDRE ROBE, SENIOR ENGINEER, INTERNATIONAL 
APPLICATION ENGINEERING GROUP, WESTINGHOUSE ELECTRIC CORP., BOX 1918, 
PITTSBURGH, PA., 15230 AS PARTICIPANT IN SUBJECT MEETING AT WESTING- 
HOUSE EXPENSE. 

2. OEFICIAL INVITATION AND RELATED PAPERS SHOULD BE SENT DIRECTLY 
TO ROBE. 

3. ROBE BEING PROCESSED UNDER SECTION VIII, E.O. 10422. 

KISSINGER 
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Current Classification: UNCLASSIFIED 

Concepts: MEETING DELEGATIONS, CONSULTANTS, NUCLEAR REACTORS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 16 JUN 1975 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE1 40357 

Document Source: CORE 

Document Unique ID: 00 

Drafter: IAEA:JWCLIFFORD 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750210-0314 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linki 975/newtext/t1 9750646/aaaabpqp.tel 

Line Count: 49 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN ERDA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 STATE 088464 
Review Action: RELEASED, APPROVED 
Review Authority: greeneet 
Review Comment: n/a 
Review Content Flags: 

Review Date: 30 JAN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <30 JAN 2003 by PhilliR0>; APPROVED <13 FEB 2004 by greeneet> 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: IAEA CONSULTANTS MEETING ON CATALOGING OF SMALL AND MEDIUM POWER REACTOR DESIGN CHARACTERISTICS, 

VIENNA, JUNE 30- 
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